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NOTIFICATIONS BYGOVERNMENT 

— - X — 
PANCHAYAT RAJ AND RURAL DEVELOPMENT DEPARTMENT 


(RWS - I) 


CERTAIN ENGINEERING PERSONNEL GOING TORETIRE FROM SERVICE ON ATTAINING THE AGE OF 

SUPERANNUATION DURING THE CALENDAR YEAR , 2018 . 


[G 0 . Rt. No. 815 , Panchayat Raj & Rural Development (RWS.I), 27 th December, 2017 . ] 


The following Gazetted Officers of Telangana Rural Water Supply & Sanitation Engineering Services are 
goint to retire from service during the year 2018 on attaining (58 ) years of age of superannuation on the dates shown 
against their names , whithout prejudice to the disciplinary cases /criminal cases pending, if any, against them and also 
subject to the condition that disciplinary proceedings shall be continued against them under Article 351 ( A ) fo the 
Pension Code and Rule 9 ( 2 ) (a ) of the Telangana Revised Pension Rules , 1980 , even after their retirement. 


Sl.No. 


Name of the Officer 

(S /Sri ) 

(2 ) 


Date of Birth 
as per SR 

( 4 ) 


Date of 
Retirement 

(5 ) 


( 4 ) 


(1) 
1. 


A . Ramulu Naik 


08 . 06 . 1960 


30 . 06 . 2018 


Designation and Place of 

Working 

(3 ) 
I/ c Chief Engineer , RWS7S O / 
ENC , RWS & S & Presently 
working as Project Director, 
SWSM Hyderabad , T. S . 
I/ c Superintending Engineer, 
RWS & S O /o ENC , RWS & S 
Hyderabad , T . S . 


2 . 


D . Vijaya Kumar 


02 . 07 . 1960 


31.07 .2018 


[ 1 ] 


G - 710. 
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(5 ) 


( 1) 
3 . 


( 2 ) 
N . Yesurathnam 


(4 ) 
19 .07 .1960 


31 .07 . 2018 


4 . 


G . Chenna Reddy 


15 . 10 . 1960 


31 . 10 .2018 


5. 


U.S .N . Murthy 


(3 ) 
I/c Superintending Engineer , 
RWS & S Corcle . Bjpmgor. 
I/ c Superintending Engineer 
TDWSP Circle ,Mahabubnagar 
I/ c District RWS Engineer, 
(Executive Engineer, RWS& S ), 
Adilabad and also holding FAC 
to the post of SE , RWS & S , 
Adilabad . 
I/c Executive Engineer, Quality 
Control RWS & S , Warangal 


15 . 10 . 1960 


31. 10 . 2018 


N . Sudhakar Reddy 


27 .09 . 1960 


30 .09. 2018 


The Engineer- in - Chief,RWS & S , Hyderabad shall take further action accordingly. 


S . P . SINGH 
Chief Secretary to Government & 
Spl. Chief Secretary to Government (RWS) ( FAC ). 
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